Account : 8011371 Route : 62510839 Visit: 348535268 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 639E4 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature A Date 23/11/2022 at 12:04 hrs. 

s Round/Collection Number: 304658-23112022/12 


Consignor's Certificate 
| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 
| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Mahammid 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 23/11/2022 at 12:04 hrs. 

“uo. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 23/11/2022 at 12:04:37 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 16 


Name Andrea Brothwood 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 23/11/2022 at 16:31 hrs. 
Pbro 
2 2a 3 4 5 6 T 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 62537108 Visit: 348884035 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / B8C43 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 30/11/2022 at 13:39 hrs. 
Round/Collection Number: 85677-30112022/16 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 30/11/2022 at 13:39 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 30/11/2022 at 13:39:03 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 17 


Name Andrea Brothwood 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 30/11/2022 at 15:43 hrs. 
Peber D 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62561723 Visit: 349215010 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 09922 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature A Date 07/12/2022 at 09:24 hrs. 

i Round/Collection Number: 304658-07122022/3 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Muhammad 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 

Signature Nv Date 07/12/2022 at 09:24 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 07/12/2022 at 09:24:37 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 14 


Name Chloe Mills 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 
5533600) 


Signature Date 07/12/2022 at 16:33 hrs. 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


2 2a 3 4 5 6 K 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 62616931 Visit: 349918868 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / B5694 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 21/12/2022 at 11:06 hrs. 
Round/Collection Number: 85677-21122022/8 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 21/12/2022 at 11:06 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 21/12/2022 at 11:06:08 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 16 


Name Andrea Brothwood 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 21/12/2022 at 15:12 hrs. 
Peber D 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62652433 Visit: 350341145 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 1C819 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Robert Dawes 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FH66 CTV 
Signature Date 04/01/2023 at 07:28 hrs. 

‘ Round/Collection Number: 303913-04012023/4 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 04/01/2023 at 07:28 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 04/01/2023 at 07:28:18 hrs. 

Vehicle registration no. FH66 CTV 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 14 


Name Andrea Brothwood 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 04/01/2023 at 16:21 hrs. 
Peber D 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62677420 Visit: 350640873 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 65AE9 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 11/01/2023 at 12:29 hrs. 
Round/Collection Number: 85677-11012023/14 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 11/01/2023 at 12:29 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 11/01/2023 at 12:29:22 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 15 


Name Chloe Mills 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature ae Date 11/01/2023 at 14:21 hrs. 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62705855 Visit: 350954271 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / B231F 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature A Date 18/01/2023 at 09:15 hrs. 

j Round/Collection Number: 304658-18012023/3 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Mahammid 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 

Signature a) Date 18/01/2023 at 09:15 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 18/01/2023 at 09:15:23 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 12 


Name Nicola Allen 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 18/01/2023 at 17:19 hrs. 
2 2a 3 4 5 6 Y 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 62732495 Visit: 351277080 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 01018 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 25/01/2023 at 08:50 hrs. 
Round/Collection Number: 85677-25012023/3 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 25/01/2023 at 08:50 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 25/01/2023 at 08:50:32 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 16 


Name Nicola Allen 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 25/01/2023 at 17:11 hrs. 
BLAA _ 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62755511 Visit: 351586953 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 4CA89 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Cox 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FH66 CWM 
Signature Pe eee Date 01/02/2023 at 07:01 hrs. 

4 Round/Collection Number: 306099-01022023/4 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 

Signature Date 01/02/2023 at 07:01 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 01/02/2023 at 07:01:31 hrs. 

Vehicle registration no. FH66 CWM 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 11 


Name Andrea Brothwood 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 01/02/2023 at 14:00 hrs. 
Pbro 
2 2a 3 4 5 6 T 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 62783632 Visit: 351974336 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / AB3CO 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 08/02/2023 at 13:31 hrs. 
Round/Collection Number: 85677-08022023/17 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 08/02/2023 at 13:31 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 08/02/2023 at 13:31:08 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 18 


Name Chloe Mills 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature ae Date 08/02/2023 at 16:45 hrs. 
1 2 2a 3 4 5 6 7 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62808408 Visit: 352268167 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / F2F87 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 15/02/2023 at 13:00 hrs. 
Round/Collection Number: 85677-15022023/8 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 15/02/2023 at 13:00 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 15/02/2023 at 13:00:52 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 10 


Name Andrea Brothwood 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 15/02/2023 at 15:57 hrs. 
Peber D 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62823487 Visit: 352599427 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 43D83 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 21/02/2023 at 07:37 hrs. 
Round/Collection Number: 85677-21022023/1 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 21/02/2023 at 07:37 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 21/02/2023 at 07:37:30 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 11 


Name Chloe Mills 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature ae Date 21/02/2023 at 17:04 hrs. 
1 2 2a 3 4 5 6 Y 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62855086 Visit: 352943225 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 97C79 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature A Date 01/03/2023 at 14:36 hrs. 

i Round/Collection Number: 304658-01032023/13 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Mahammid 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 


Signature Date 01/03/2023 at 14:36 hrs. 
"in 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 01/03/2023 at 14:36:39 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 16 


Name Andrea Brothwood 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 01/03/2023 at 15:59 hrs. 
Pbro 
2 2a 3 4 5 6 T 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 62883874 Visit: 353287753 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / EBE49 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 08/03/2023 at 12:23 hrs. 
Round/Collection Number: 85677-08032023/14 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 08/03/2023 at 12:23 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 08/03/2023 at 12:23:46 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 15 


Name Andrea Brothwood 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 08/03/2023 at 17:17 hrs. 
Peber D 
1 2 2a 3 4 5 6 Y 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 62897709 Visit: 353638756 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 41964 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature A Date 14/03/2023 at 09:47 hrs. 

i Round/Collection Number: 304658-14032023/2 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Mahammid 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 

Signature Date 14/03/2023 at 09:47 hrs. 


N 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 14/03/2023 at 09:47:20 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 11 


Name Nicola Allen 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 14/03/2023 at 17:10 hrs. 
2 2a 3 4 5 6 Y 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 62932015 Visit: 353974982 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 93AC6 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature A Date 22/03/2023 at 10:33 hrs. 

i Round/Collection Number: 304658-22032023/6 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Muhammad 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 


Signature LEE Date 22/03/2023 at 10:33 hrs. 
F~ _— 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 22/03/2023 at 10:33:35 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 14 


Name Andrea Brothwood 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 22/03/2023 at 15:51 hrs. 
Pbro 
2 2a 3 4 5 6 T 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 62956444 Visit: 354308971 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / E536B 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature 7 Date 29/03/2023 at 09:50 hrs. 

s Round/Collection Number: 304658-29032023/3 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Mahammid 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 

Signature Date 29/03/2023 at 09:50 hrs. 


fr 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 29/03/2023 at 09:50:56 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 15 


Name Andrea Brothwood 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 29/03/2023 at 16:20 hrs. 
Pbro 
2 2a 3 4 5 6 if 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 62988819 Visit: 354639700 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 35F54 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Robert Burns 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWE 
Signature: 0 h Date 06/04/2023 at 12:19 hrs. 
SANS UA Round/Collection Number: 303597-06042023/9 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 06/04/2023 at 12:19 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 06/04/2023 at 12:19:08 hrs. 

Vehicle registration no. FB19 HWE 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 13 


Name Nicola Allen 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 06/04/2023 at 17:37 hrs. 
BLAA _ 
1 2 2a 3 4 5 6 Y 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 63002986 Visit: 354975220 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 87DF4 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 12/04/2023 at 11:42 hrs. 
Round/Collection Number: 85677-12042023/4 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 12/04/2023 at 11:42 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 12/04/2023 at 11:42:27 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 7 


Name Nicola Allen 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 12/04/2023 at 17:02 hrs. 
BLAA _ 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 63028763 Visit: 355343633 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / E1D11 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Robert Dawes 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FH66 CTV 
Signature Date 19/04/2023 at 06:03 hrs. 

‘ Round/Collection Number: 303913-19042023/3 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 19/04/2023 at 06:03 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 19/04/2023 at 06:03:59 hrs. 

Vehicle registration no. FH66 CTV 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 7 


Name Andrea Brothwood 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 19/04/2023 at 14:15 hrs. 
Peber D 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 63055612 Visit: 355793767 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 4FB67 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature A Date 27/04/2023 at 16:28 hrs. 

i Round/Collection Number: 304658-26042023/2 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Muhammad 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 

Signature Date 27/04/2023 at 16:28 hrs. 


| ee a 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 27/04/2023 at 16:28:16 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 13 


Name Nicola Allen 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 26/04/2023 at 17:18 hrs. 
2 2a 3 4 5 6 T 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


Account : 8011371 Route : 63082761 Visit: 356127972 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / A14E4 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 04/05/2023 at 08:12 hrs. 
Round/Collection Number: 85677-04052023/2 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 04/05/2023 at 08:12 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 04/05/2023 at 08:12:54 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 11 


Name Nicola Allen 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 04/05/2023 at 16:55 hrs. 
BLAA _ 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 63099777 Visit: 356462372 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / F2F24 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Michael Cox 
On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FB19 HWR 
Signature Vy 


Date 10/05/2023 at 08:45 hrs. 
Round/Collection Number: 85677-10052023/3 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Farid 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 


Signature o an Date 10/05/2023 at 08:45 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 10/05/2023 at 08:45:48 hrs. 

Vehicle registration no. FB19 HWR 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s).CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 10 


Name Chloe Mills 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature ae Date 10/05/2023 at 15:28 hrs. 
1 2 2a 3 4 5 6 7 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 63122984 Visit: 356801852 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 45D3C 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Robert Dawes 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FH66 CTV 
Signature Date 17/05/2023 at 05:24 hrs. 

‘ Round/Collection Number: 303913-17052023/2 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the 
appropriate precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any 
specialhandling requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 


Name 
On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 
Signature Date 17/05/2023 at 05:24 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 17/05/2023 at 05:24:49 hrs. 

Vehicle registration no. FH66 CTV 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 7 


Name Andrea Brothwood 
On behalf of PHS West Bromwich Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 5533600) 


Signature Date 17/05/2023 at 14:00 hrs. 
Peber D 
1 2 2a 3 4 5 6 T 8 9 
EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 
(Units) of the waste Form Code(s) each EWC Accepted/ Operation 


code (kg) Rejected 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


Account : 8011371 Route : 63152769 Visit: 357135194 ee 


Hazardous Waste (England and Wales) Regulations 2005 (as amended) Sheet 1 of 1 
Notification Details: 
1. Premises Code/Consignment Note Code GOLDEN / 9735A 
2. The waste described below is to be removed from Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small 


Heath BIRMINGHAM B10 ODX - saddique.hussain@aol.co.uk - 0780 1251533 
3. The waste will be taken to Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (Tel : 0121 5533600) 


Description of the Waste: UN3291 CLINICAL WASTE UNSPECIFIED, N.O.S., 6.2, II (-) 


1. The Process giving rise to the waste(s) was: Healthcare 

2. SIC for the process giving rise to the waste: 96030 

WASTE DETAILS (where more than one waste type is collected all the information given below must be completed for each EWC identified) 
3. The waste(s) is: 


1 2 2a 3 4 5 6 
EWC Code Qty. (kg) | QTY. | The Chemical/biological components | Physical Hazard Container type 
(Units) of the waste Form Code(s) 
180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 


Carrier's Certificate 
| certify that | today collected the consignment, that the details in A2, A3 and B3 are correct and | have been advised of any specific 
handling requirements. 
1. Carrier name Martin Price 

On behalf of PHS Group, Block B, Western Industrial Estate, Caerphilly CF83 1XH - Enquiries@phs.co.uk - 02920851000 
2. Carrier registration no. / reason for exemption: CBDU015856 
3. Vehicle registration no. (or mode of transport if not road) FE69 GHJ 
Signature A Date 24/05/2023 at 14:44 hrs. 

s Round/Collection Number: 304658-24052023/17 


Consignor's Certificate 

| certify that the information in A, B and C above are correct, that the carrier is registered or exempt and was advised of the appropriate 
precautionary measures. All of the waste is packaged and labelled correctly and the carrier has advised of any specialhandling 
requirements. 

| have fulfilled my duty to apply the waste hierarchy as required by Regulation 12 of the Waste (England and Wales) Regulations 2011 
Name Muhammad 

On behalf of Golden Hillock Islamic Funeral Service 96-98 Golden Hillock Road Small Heath BIRMINGHAM B10 ODX 


Signature | | Date 24/05/2023 at 14:44 hrs. 


Consignee's Certificate (where more than one waste type is collected all the information given below must be completed for each EWC) 

| received this waste at the address given in A3 on 24/05/2023 at 14:44:34 hrs. 

Vehicle registration no. FE69 GHJ 

Where waste is rejected, please provide details below: 

| certify that waste management license/permit/authorised exemption no(s). CP3491FG authorises the management of the waste 
described in section B at the address given in A3. 

Where this consignment forms part of a multiple collection as identified in Section C, | certify that the total number of 
consignments forming the collection are 20 


Name Andrea Brothwood 
On behalf of PHS Healthcare West Brom Plot 2 Vector Industrial Park White's Lane West Brom B71 1DG (0121 


EWC Code Qty. (kg) | QTY. The Chemical/biological components Physical Hazard Container type Qty. of EWC Code Waste 


180103 90.00 1 Infectious Clinical Human Mixed | HP6,7,10,11 1000LTR 90.00 A D15 


5533600) 
Signature Date 24/05/2023 at 16:37 hrs. 
Pbro 
2 2a 3 4 5 6 Y 8 9 


(Units) of the waste Form Code(s) each EWC Accepted/ Operation 
code (kg) Rejected 


